PHONE 4-5914 


THOMAS F. McCAFFREY 


G Concessionaire © 


414 BROADWAY - - - - ALBANY, N.Y. 
HAWKINS STADIUM - - MENANDS, N. Y. 


HAWKINS STADIUM 
Home of the Albany Senators 
LARGE SEATING CAPACITY 

AVAILABLE FOR ALL 
OUTDOOR EVENTS 
DAY OR NIGHT 
COMPLETE G. E. 


LIGHTING SYSTEM July 20, 1940 


Mr. Abraham Manley, President, 
Newark Eagles Baseball Club, 
101 Montgomery Street, 

Newark, N. J. 


Dear Sir: 


This letter is to confirm our conversation that it is 
satisfactory for your team and your opponents to play here 
at Hawkins Stadium on the night of August 23, 1940. 


The arrengements for this geme will be the same as 
previously except that there will be an additionel charge 
of $35.00 for the use of the lights et night. 


We trust that this will be satisfectory and we shall 
do what we can to make this game & success. 


very truly yours, 
Jemma L E HAF S 


Thomas F, McCaffrey 


